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83300 KEYBOARD BASE ~ELACK GLOSS 


77876 POST 
3598 KUT 
74589 TERMINAL BLOCK (ASSEM) 


GI TERMMJAL BLOCK 
96E83 TERMINAL 
101456 SCREW 

“83 NUT 


9/739 INSULATOR 


H629 SCREW 
2/9/ LOCK WASHER 


7334 POST 
3598 NUT 


75437 FEST KEY. 

1038 SCREW 

2/9/ LOCK WASHER 
74522 BRACKET 
6746 SCREW 

2/91 LOCK WASHER 
98248 CABLE CLAMP 
187 SCREW 

2669 LOCK WASHER 
8/749 CABLE CLAMP 


1187 =SCREW 
2669 LOCK WASHER 


7aS2S THUMB SCREW 
74594 RETAINING RIKE. 


6746 SCREW 
2/9/ LOCK WASHER. 


839302 KEY LEVER GUIDE 
92/0 KEY LEVER — UPPER 


9209 KEY LEVER - ene a 
74162 KEY LEVER - LOWER 


KEYTOPS - SEE PAGE /7. 


78075 SCREW 


G74G SCREW 
2/9/ LOCK WASHER 


2/9/ LOCK WASHER 


KEYBOARD BASE. 


2/9/ LOCK WASHER) 


882995 POST 

7002 WASHER 

2/91 LOCK WASHER 
3606 NUT. 


89496 SHAFT 


6746 SCREW y 


2/9/ LOCK WASHELS 


89493 SPACER BAR LOOP 


7489) SHiM 


6746 SCREW 
2/9/ LOCK WASHER 
7002 WASHER 


ee SCREW 


7498G SCREW 

219! LOCK WASHER 

8330 WASHER 

74892 SHIM 
PACHIG ROD BRACKET 
LE AGE § . 
74986 SCREW 

2/91 LOCK WASHER 

36273 WASHER 


7334 POST 
3598 NUT 


G3345 BRACKET 
6746 SCREW 

2/9/ LOCK WASHER 
7008 WASHER 
89072 SPRING 

M63 SCREW 

3620 LOCK WASHER 


74751 TRIP-OFF PAWL 
9/20 SPRING 


(82440 SCREW 


2/91 LOCK WASHER 
7002 WASHER 


70324 BEARING 
7250/ SHAFT 
72472 SHIM 


83374 LOCKING LEVER 


3335 KEY LEVER - OFFSET 
83337 KEY LEVER -OF FSET 

9/003 REPEAT SPACE EXTENSION 
84990 SCREW 


87/74 RETAIN PLATE - 
BLACK GLOSS 


5376 KEY LEVER SPRING 
(4 PLACES MARKED"X) 


GEE PAGE 2 FOR ALL 


KEY LEVER SPRINGS) 


80402 SCREW 
3640 LOCK WASHER 


89495 SPACER BAR 


89494 SPACER KEY LEVER 
09330 KEY LEVER SPRING 


(SEE PAGE 2 FOR ALL 
KEY LEVER SPRINGS) 


74572 CABLE - KEYBOARD 
(WD.~ 1986 ) 
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@3300 KEYBOARD BASE - BLACK GLOSS 


1038 SCREW 
2/9) LOCK WASHER 
7002 WASHER 


74986 SCREW 

2/91 LOCK WASHER 
7002 WASHER 
W565 SHIM 


@/433 SHIM 


74986 SCREW 
2/9 LOCK WASHER 
7002 WASHER 


94248 ee CLAMPS. 156" RAO) 


94249 Gnade CLAMP. 2/8" RAO.) 
1187 SCREW 
2669 LOCK WASHER 


C9354 STRAP 
7268 = SCREW. 


7039 UPSTOP~- LEATHER 


85376 KEY LEVER SPRING 
(4 USED - SEE PAGE 1 


2565 KEY LEVER SPRING 
(27 USED) 


89330, KEY LEVER SPRING 
(1 USEO)- SEE PAGE L 


77698 BOLT 

83355 WASHER -FIBRE 
2669 LOCK WASHER 
2922 NUT 


6746 SCREW 
2/9/ LOCK WASHER 
70314 WASHER 


C3356 BRACKET. 


83553 CONDENSER COVER 


1038 SCREW 
2/91 LOCK WASHER 
7002 WASHER 


7E0/! CONDENSER ~/MF * 
EACH 


74986 SCREW 

2/91 =LOCK WASHER? 
7002 + =WASHER 
W565 SHIM 


83854 WSULATING CLOTH 


81433 SHIM 


Baa Ee 


74986 SCREW 
2/9/ LOCK WASHER 
7002 WASHER 


1248 SCREW 


Hate Wale 


=| 
ER 
' TLR TLL 


Hl ee MUA 


Bias iH 


83335 KEV LEVER -OFF SET 
83337 KEV LEVER - OFFSET 
(8539 SCREW 


2/91 LOCK WASHER 
7002 WASHER 


i 


HH em wee 


| 674G SCREW 
2/94 LOCK WASHER 


83303 SPRING PLATE 


3598 WUT 


_KEYBOARD BASE_ 2/91 LOCK WASHER 


BOTTOM VIEW 


1248 SCREW 


03338 SHAFT 
\G/75S RES/STOR -200 
OHMS EACH 


83895 CABLE - RESISTOR 
(w.2.- 1986) 


33-/99 SCREW 


78550 “Y"LEVER GUIDE 


8583 SCREW 


BAG 
STAMPED 


SELECTOR BARS 


CATALOG 
MUMBER? 


2/91 LOCK cee 
78552 RETAINER 
78553 SELECTOR BAR 
78551 SHAFT 


83999 SHIM 


8539 SCREW 
2/91 LOCK WASHER 
700@ WASHER 


8543 SCREW 
2/91 LOCK WASHER 


€3307 CONNECTING 
83308 CONNECTING 
83309 CONNECTING 
833/0 CONNECTING 
8331/1 CONNECTING 
833/2 CONNECTING 


GUIDE ra] 
sie 


( 
0 


Wit 


sik A ne es 


ait ee OS i 
LIM zC7 (SS 


oe =) 
LINK~'D See : 
LINK~"E > 
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33-198 SCREW 
78550 "Y"LEVER GUIDE 


E543 SCREW 
2/9! LOCK WASHER 


78552 RETAINER 
78553 SELECTOR BAR GUIDE 
78551 SHAFT 


BIS SCREW 


839/9 SHIM 


8539 SCREW 
2/91 LOCK WASHER 
7002 WASHER 


6543 SCREW 
(2/9/ LOCK WASHER 


8330§ SELECTOR BAR BRACKET 


8539 SCREW 
2/9/ LOCK WASHER 
7002 WASHER 
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9/540 COUNTER CONTZOL 
OMT 


Sry SCREW 

191 LOCK WASHER 
7002 WASHER 74986 SCREW 
W$S6S SH/h1 


2/9 LOCK WASHER 
7002 WASHER 


83342 SLIDE PLATE 


1297 SCREW 
3646 LOCK WASHER 
3438 WASHER 


T5750 WASHER - BAKELITE 


(7469/ RESISTOR ~/600 OHMS 
(800-800) 


82866 RES/STOR-4500 OHMS 
(800-3700) 


1248 SCREW 


TS 7§O WASHER~ BAKELITE 


W554 UNIVERSAL BAR 


74A98G SCREW 
2/91, LOCK WASHER 
7002 WASHER 


68/4 SCREW 
219/ LOCK WASHER, 


83332 BRACKET -LEFT- 


83333 BRACKET- RIGHT 
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738! CONTACT MOUNTING (ASSEM) 
(COMPONENT PARTS SHOWN BELOW)) 


2526 COLLAR 


G8! SCREW 
2529 BUSHING - BAKELITE 
2/9! LOCK WASHER 


9/82 SHAFT 


75606 SPRING 
75607 WASHER 


7373 BUSHING 
2407 LOCK WASHER 
7383 O/ER 


89897 NUT- 
89896 O/L CUP 


83349 OETENT BRACKET 


83346 OPERATING LEVER . 


3599 NUT 
36420 LOCK WASHER 
74808 BUSHING 


3598 NUT 


90260 SPRING 

7386 POST 

8896 SHIM 

7409. CLUTCH LEVER 
3598 MUT 

2/9 LOCK WASHER 
7002 ‘WASHER 


' 35-89 SPRING 
— @) 33-86 SCREW 


@ 94086 SPACING ROO BRACKET 
@ 83354 SPACING ROD BRACKET 


(@) 98087 EXTENSION 
@) 83348 EXTENSION 


3640 LOCK WASHER 


2/9/ LOCK WASHER 
3598 NUT 


89074 ieee wrshce | 


74613 SCREW 
2034 WASHER 


1026 SCREW 
2/9/ LOCK WASHER 


80444 SCREW 
2/9/ = LOCK WASHE, 


aa SPACING ROD| : 


89073 EXTENSION | 
‘k 


7002 WASHER 
8907! BUSHING 
78596 WASHER - SPRING 


89070 CUTOUT LEVER 


83343 SPACING R00} 


73/8 CONTACT LEVER 


49/1 CONTACT BRACKET 


925// ROLLER 
6800 SCREW 
7002 WASHER 


92170 FILTER BRACKET. 


2/9/ LOCK WASHER 
ISIS NUT 


‘7377 LOCK LOOP 


6539 SCREW a 
2/9/ LOCK WASHER 


41663 WASHER 


68/4 SCREW 
2/9/ LOCK WASHER 


E9W7 SCREW ECCENTRIC 


7382 BRACKET~ FRONT. 


3640 LOCK WASHER 
[aes NUT 
2623 SPRING 


7387 BRACE 


(6746 SCREW 


9H20 SPRING 


\@/9/ LOCK WASHER 
-7385 BRACKET -REAR 


G942 SCREW 


3640 LOCK piste) 
84°56 NUT 


6805 SCREW 
7032 PAWL 


2503 COVER PLATE ™~ 


2529 BUSHING ~ BAKELIT! 


9/77 CONTACT STOP 


Bii SCREW 
E 
2/91 LOCK WASHER 


$04 IKMSULATOR 


9/78 COK/TACT SPRING || 


488! STIFFENER 


2502 MOUNTING STRIP 


7381 CONTACT MOUNTING (ASSEM,) 


2/99 NUT 


6746 SCREW 
2/91 LOCK WASHER 


HH i ae 
P| || Wiis 
90438 BUTTON- recT off mig ! a } 
CH | at 
8097 CAM SLEEVE 
8047/ SPRING bot oF 
7391 ORIVEN CLUTCH 27, 


7389 ORIVING CLUTCH 
7400! SHAFT- 


WW 


(@) USED ON UNITS NOT HAVING THE FEED PAWL ATTACHED TO THE ARMATURE LEVER (SEE PAGES 8 AND 9) 
(@) USED ON UNITS HAVING THE FEED PAWL ATTACHED TO THE ARMATURE LEVER (SEE PAGES !0 AND 1) 


89896 OL CUP 
4810 OL WICK-FELT 


89897 MUT 
8532 SCREW 


2/9/ LOCK WASHER 
7002 WASHER 


TA59S§S GEAR - 247 


7H6@l BUSHING 
7372 BEARING 


6746 SCREW 
2/9! LOCK WASHER 


7489/ SHIM 
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84663 BRACKET- 


yj ptj aSCREW 
84665 BUSHING - BAKELITE 


i 


8335/ 
~~ 


2/9/ 
7002 


82547 /A/SULATOR 


zahil 9 TERMINAL 


swnqo 021-8 o 


™~ 
83379 COVER 
4163 SCREW 
640 LOCK WASHER 
03-27 WASHE® 
82930 |! ~a 4 SPRING 


xk+uNo! EA) § USOEI R 2a 


84903 CONTACT SPRING 
84892 STIFFENER 
8930 © ENTACT SPRIN® a 


PLATE 


AE? 4 DWASHER 
WASHER 


76382 


4/720 


84924 
84923 


86634 


2/9) 


8539 OndD@B a 
AE” %oa gx’ 
4/663 WASHER 


8721 COKMTACT SPRING 


41733 INSULATOR 


“EU ” Y oSPRING 


COKMU~CT SPRING 


SPRING ~FRONT 
SPRING - REAR 


4/732 CLAMP PLATE > 


7495? SCREW 
82444 BUSHING ~BAKEL/TE 


41733 INSULATOR 


STIFFENER 


62547 INSULATOR 


8/726 TERMIMAL 


ym| b CONTACT BRACKET 


89974 CONTACT (ASSEM) 


Ge-4 WUT 1038 0 REW 
2669 LOCK WASHER 2/9) LOCK WASHER 
8/836 WASHER (BAKELITE) 700Z 4 Bucio 
80334 TERMINAL 
94-56 NUT 
3640 KEG; WASHER 
-27 WASHER 
4/733 INSULATOR eed 
z/773 SCREW 
747/6 SUSHING 
4/732 CLAMP PLATE 
84892 STIFFENER 
WSG8 CONTACT SPRING 
9/$73I CONTACT SPRING 
W578 BRACKET. 
}cor ga SCREW 
SAIS WASHER 
8/836 WASHER (BAKELITE) 
77362 RESISTOR- 350 OHM 9575 COVER 


‘91571 CONTACT (ASSEM.) 
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W7E SCREW > 
191 LOCK WASHER J 


V734 FILTER BRACKET 


92224 FILTER UNIT (ASSEM) 


(6746 SCREW 
\@/9/ LOCK WASHER 


92505 SAH/ELOING TUBE 


922/6 FILTER (ASSEM.) 


@539 SCREW 
SB’ LOCK WASHER 
i663 WASHER 


leer70 FUTER BRACKET 


92222 FILTER UNIT(ASSEM) 


9/733 FILTER BRACKET 2/9/ LOCK WASHER 


162 SCREW P 
3640 LOCK WASHER) 


922/16 FILTER (ASSEM) 


92225 FILTER UNIT(ASSEM.) 
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M96 SCREW 
97623 BACK SPACE LEVER 


63384 BACK SPACE PAWL 
64758 SPRING 

W74 SCREW 

3640 LOCK WASHER 
3599 NUT 


3604 NUT 


86920 STAR WHEEL 
6869/9 LOCK PLATE 


6/603 TAPE KNIFE 
C6543 SCREW 
2/91 LOCK WASHER 


99985 TAPE STRIPPER PLATE 


Q687/ DETENT LEVER 
96872 ROLLER 
prt MOULNAL 


97684 FEED PAWL 


976387 ECCENTRIC 
86774. SCREW 


97632 BRACKET 
97639 SPRING POST 
78700 SPRING 
73946 THUMB NUT 
°3598 NUT 


97633 FEED PAWL LEVER 
l2 SCREW 


3598 NUT : 
2/9/ LOCK WASHER 


a 


8543 SCREW 
2/91 LOCK WASHER, 


@5a3 SCREW 
2/9/ LOCK WASHER 
7002 WASHER 


82727 SPRING 
8/60/ SILENCER-FELT, 


74692 SPRING POST 
3/609 opt SHIELD 


2/91 LOCK WASHER 
7002 WASHER 


M-192/_ MAGNET— 19 OHMS 
PER COM. 
10298 SCREW 


LOCK WASHER 
438 WASHER ~SE4ES 


G/S96 SCREW 
3438 WASHER 
2382 LOCK WASHER, 


S150! MAGNET CORE 
89963 ECCENTRIC 
4160 SCREW 


6330 WASHER 
2/9/ LOCK WASHER, 


TAOlE SCREW 
2669 LOCK WASHER, 


1028 SCREW 
90951 LOCK WASHER 


97642 BUMPER ~ LEATHER 


2322 LOCK 
559S NUT 


WASHER 


8/53! ADSUSTING SCREW~-LEFT 
FOR COWTER AMO PERFORATOR 


CABLE SEE PAGE 13 


( 


te 
AL 
fda 


| 
| 


il ras 


WEAG SCREW 


97640 SPRING POST 
45/04 SPRING 


122-697 ECCENTRIC 
76092 WASHER 
68// SCREW 

7002 =WASHER 
2/9/ = LOCK WASHER 
9764! ARMATURE 


O$24a SELECTOR FINGER (6) 


8/564 SCREW 
2/91 LOCK WASHER 
3598 NUT 


W556 CONTACT LEVER 
SPRING 
MG! SCR 


EW 
2/91 LOCK WASHER 
85304 BUSHING 


1544 SPRING ADJUSTING LEVER 
1262 SCREW 
2/91 LOCK WASHER 


85276 SPACER 
3598 NUT 


8543 SCREW 
2/9/ LOCK WASHER 
7002 WASHER 


_PUNCH UNIT. 
_FRONT VIEW. 


ALL PARTS LISTED ON THIS PAGE AND PAGE 9 
ARE USED ON UNITS NOT HAVING THE FEED PAWL 


ATTACHED TO THE ARMATURE LEVER 


U0 a 


al 


2/91 LOCK WASHER 


B/564 SCREW 
3598 NUT 


91545 EXTENSION 


9/577 SPRING 


9543 BRACKET 


1169 SCREW 
291 LOCK WASHER 


GIS50 CONTACT OPERATING LEVER 


93363 SELECTOR LEvER™ 
83364 SELECTOR LEVER aS 
83365 SELECTOR LEVER*3 BFA 


99988 LINK EXTENSION-UPPER 
99989 LINK EXTENSION-LOWER 
39-350 SCREW 

9095/ LOCK WASHER 

$005-C WASHER 


8336 LINK EXTENSION (5) 
G8// SCREW 


7002 WASHER 
2/9/ LOCK WASHER 


91$59 FEED PUNCH SELECTOR 
LEVER 

W62 SCREW 

3640 LOCK WASHER 

B4592 SHIM 


83362 BEARING BRACKET 


83376 BEARING ROD 
6807 SCREW 


159 SCREW 
3640. LOCK WASHER 
103-27 WASHER 


W558 SELECTOR LEVER GUIDE 


168 SCREW 
3640 LOCK WASHER 
2034 WASHER 


81532 BUMPER~ LEATHER 
2322 LOCK WASHER 


IS9S NUT 
8/530 ADJUSTING SCREW - RIGHT 


prot, 
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Q793 FILTER BRACKET 
NG2 SCREW 


3640 LOCK WASHER 764! ARMATURE 
84082 SCREW 


DWS47 BRACKET 2/19! LOCK WASHER 


4169 SCREW 


3598 NUT 
74018 SCREW 


9 HH. 
86865 CHAD CHUTE EGP LOCK WASHER 


ie eT, ear 

2/9/ LOCK WASHER 
200? WASHER 
9884/ BRACKET 


MG/ SCREW W555 CONTACT SEA 
2/9/ LOCK WASHER, CKET 


6539 SCREW 41733 IWSULATOR (6 USED) 
2/91 LOCK WASHER) 
a" 4732 CLAMP PLATE 
73482 STUD a 
8/638 COLLAR : f iF iM 1206 SCREW 
© [\ 


IS98 NUT 


2/9/ LOCK WASHER 749ES BUSHING - BAKELITE 
62392 SHIM SS 


(94249 CABLE CLAMP 
1187 SCREW 
2669 LOCK WASHER 


74805 SCREW (2) 
2669 LOCK WASHER 


8/726 TERMINAL 


169 SCREW 
2/9/ LOCK WASHER 
7002 WASHER 


81597 BRACKET 
8/657 SHIM 


89504 PUNCH BLOCK (ASSEM.) 
(COMPONENT PARTS 
SHOWN BELOW) 

1269 SCREW 

2/9! LOCK WASHER 


84023 SPRING 
64767 CONTACT SPRING 


1s 87 WASHER rap ll 84693 CONTACT SPRING 

3640 LOCK WASHER 7 oy 

3599 NUT [ |? LG A y a) 83370 EXTEMS/ON 
ot 33-344 SCREW (1) 


ss 


2669 LOCK WASHER 
7348! TAPE TENSION LEVER 


W559 FEED PUNCH 


9763/ ADJUSTING BRACKET. SELECTOR LEVER 


179 SCREW 
2/9/ LOCK WASHE: 


‘eR 94248 CABLE CLAMP 
7001 WASHER (UNDER 9763) 


1/187 SCREW 
2669 LOCK WASHER 


1206 SCREW W550 CONTACT OPERATING 
3592 NUT CLEVER 
IEGO LOCK WASHER 
7965 SPRING 
122-577 FEED ROLL 
8/1598 BUSHING PUNCH UNIT 97635 ARMATURE LEVER 
TOP VIEW rag Soe FINGER GUIDE 
Yee SCREW 


97638 GUIDE 
8543 SCREW 
2/91 LOCK WASHER 
7002 WASHER 


2/91 LOCK WASHER 


ALL PARTS LISTED ON. THIS PAGE AND PAGE-8 81564. SCREW 
ARE_USED ON UNITS NOT HAVING THE FEED PAWL 3598 WUT 
2410 TAPE GUIDE SPRING ATTACHED TO THE ARMATURE LEVER 2/91 LOCK WASHER 
/164 SCREW 


87 RETAINING BRACKET 
159 SCREW 

40 LOCK WASHER 

(03-27 WASHER 


2422 LOCK WASHER 3 


a 
8/793 GUIDE AND DIE PLATES 
(FITTED TOGETHER ) 


. ~~ 
5740 SCREW £740 SCREW 
GISIS PUNCH HOLDER 122-86 DOWEL 
SS-H1E SPRING - 
Seeeeeee ee 122-80 SHEODER GUIDE 


76/21 SHEDDER 


77986 WEARING STRIP 


77984 GUIDE PLATE 


ESS 
LLL AL 
j LJ 


7 122-84 DOWEL 


5740 SCREW 5740 SCREW 


169500 FEED PUMCH-SMALL 
122-365 CODE PUM H-LARGE_) 


89504 PUNCH BLOCK (ASSEM,) 5 UNIT-STRAIGHT FEEO HOLE 
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2/9/ LOCK WASHE 


8392/ PERFORATOR BRACKET. W546 SCREW 
G6il SCREW | / 8/54 SELECTOR FWIGER (6) 


7002 WASHEe (2/564 AQMATURE 
122-697 ECCENTRIC 74798 SCREW 
76099 WASHER [2/2/ LOCK WASHER 
(as64 SCREW 
83384 BACK SPACE Paw 412/91 LOCK WASHER 
74° SCREW 3598 NUT ~* “ 
3640 LOCK WASHER as 
3599 WUT (9/556 CONTACT LEVER 
84758 SPRING 7965 SPRING - 
U6! SCREW 
83386 BACK SPACE LEVER\ 2/9/ LOCK WASHER 
1196 SCREW J B5384 BUSHING 
86920 STAR WHEEL W550 CONTACT OPERATING LEVER 
869/9 LOCK PLATE 
3608 MUT QI544 SPRING ADJUSTUIG LEVER 
a 
7269 SCREW 
83385 BACK SPACE CAM. 2/91 LOCK WASHER 
2/548 BUSHIMIG 
85976 SPACER ‘ 
81GO3 TAPE KMIFE 3598 NUT as 
0543 SCREW _—— 
2/9/ Lock WAsHEr} OSA EXTENSION 


O543 SCREW 
219! LOCK WASHER 
7002 WASHER 


9/205 DETENT (ASSEM.) 


87/ DETENT LEVER 
96872 ROLLER 
96873 JOURNAL 
7AG/3 SCREW 
3640 LOCK WASHER 


S272 SPRING 


8/553 FEED PAWL 
BISID ECCEMTRIC 
12609 SCREW 

219/ LOCK WASHES 


8/564 SCREW 
2/9/ LOCK WASHER 
SFIS KUT 


GW/577 SPRING 


@3363 SELECTOR LEVER*! 
83364 SELECTOR LEVER"? OS 
83365 SELECTOR LEVER"3 £4 


43 BRACKET 
C9AIE ARMATURE LEVER eaeied 


H/169 SCREW 


62726 SPRING 219/ LOCK WASHER 


82727 = SPRUWIG 


G60! SIEMCER ~ FELT 83370 EXTENSION 


T8G92 SPRING POST. 94248 CABLE CLAMP 


4187 SCREW 


8/609 TERMINAL SHIELD 2669 LOCK WASHER 


8543 SCREW 
2/91 LOCK WASHER J 


7002 WASHER C3936! LUK EXTENSION (6) 


LRN 7 
M-/91 MAGNET -/9 OHMS PER COIL 83362 BEARISG BRACKE: 


1028 SCREW (6e// sceEW 

3640 LOCK WASHER 2/9/ LOCK WASHER 

438 WASHER ~BRASS \7002 WASHES 

OISI6 SCREW (9/559 FEED PUMICH SELECTOR LEVER 


2362 LOCK WASHER 


S438 WASHER H62 SCREW 


PUNCH UNIT 3640 LOCK WASHER 
‘ (64522 SHiM 


C99E3 ECCENTRIC FRONT VIEW 
4160 SCREW 83376 BEARING ROD 29 
C330 WASHER 16807 SCREW 
29/ LOCK WASHER = 
W59 SCREW 
G/S0! MAGNET CORE ALL PARTS LISTED ON THIS PAGE AND PAGE I! 3640 LOCK WASHER 
: sii abe ARE USED ON UNITS HAVING THE FEED PAWL (03-27 WASHER 
2669 Lock WASHER ATTACHED TO THE ARMATURE LEVER Sepia en ashen tapas 
NOTE 


81532 BUMPER -LEATHER 


N68 SCREW 
3640 LOCK WASHER 
2034 WASHER 


eh) 8532 BUMPER - LEATHER 


eel 68 SCREW 
Nae 1620 LOCK WASHER 
2034 WASHER 


6/531 AOTUSTING SCREW-LEFT 


B59S MUT 
2922 LOCK WASHER 


FOR PERFORATOR CABLE SEE PAGE /3 
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$NA  eenreiinesshyntsst 


9392! PERFORATOR BRACKET 


Péold sckREew 


S160S. CHAD CHUTE COVER 
33-10 SCREW 
3640 LOCK wasHER _} 


2669 LOCK WASHER 


pod CONTACT BRACKET 
7026 SCREW 


W547 BRACKET 
HE62 SCREW 
3§98 NUT 


86865 CHAD CHUTE 


8IS93 ARMATURE SHAFT 
1026 SCREW 


89499 SELECTOR FINGER GUIDE 
8543 SCREW 
2/9/ LOCK WASHER 


N@/ SCREW 
2/9! LOCK WASHER 


8/597 BRACKET 
8/1657 SHIM 


8539 SCREW 
2/9/ LOCK WASHER. 


89504 PLUICH BLOCK (ASSEM) 
(COMPONENT PARTS SHOWN SELOW) 
1269 SCREW 

2/91 LOCK WASHER 


\ 


73482 STUD 

82392 SHIM 

8/638 COLLAR 

2/9/ LOCK WASHER 
3598 MUT 


2 


64023 SPRING 
7348/ TALE TENSION LEVER 


35992 NUT 
3640 LOCK WASHER 
103-27 WASHER 


St 


83372 TAPE STRIPPER PLATE 
8543 SCREW 

2/91 LOCK WASHER 

7002 WASHER 


122-577 FEED ROLL 
8/598 BUSHING 


24/0 TAPE GUIDE SPRING 
H64 SCREW 
242Z LOCK WASHER 


17269 SCREW 
219/ LOCK WASHER 


PUNCH UNIT 
J6H7 TERMINAL BLOCK (ASSEM, TOP VIEW 


/0Z8 SCREW 

3640 Lock WASHER 

3650 WASHER- BRASS 
ARE USED ON UNITS HAVING THE FEED PAWL 


ATTACHEO TO THE ARMATURE LEVER 


(e793 GUIDE AND DIE PLATES \ 


ALL PARTS LISTED ON THIS PAGE AND PAGE 10 


2/9 LOCK WASHER 
7002 WASHEe 


4/733 IK/SULATOR (6) 
S726 TERMINAL 


4026 SCREW 
74265 BUSHING -BAKE LITE 


4/732 CLAMP PLATE 
G4767 CONTACT SPRING 


E4698 CONTACT SPRING 


(94248 CABLE CLAMP 
87 SCREW 
2669 LOCK WASHER 


83370 EXTEMS/ON/ 


74805 SCREW(2) 
2669 LOCK WASHEP 


S/ISGE SCREW 
2/Ol LOCK WASHER 
JF98 MUT 


3599 NUT 
3640 LOCK WASHER 
(03-27 WASHER 


89498 ARMATURE LEVER 


(W564 ARMATURE 
74798 SCREW 
2/9/ LOCK’ WASHER 


(63924 ROLLER FORK 
83922 ROLLER 


(73482 STUD 

84023 SPRING 
8/638 COLLAR 

2/9/ LOCK WASHER 
(3598 WUT 


(83223 BRACKET 
6539 SCREW 
2/9/ LOCK WASHER 


(33-344 SCREW(/) 
2669 LOCK WASHER 


4248 CABLE CLAMP 
W487 SCREW 
2669 LOCK WASHES? 


740d SCREW 
2662 LOCK WASHER 


NOTE 


5740 SCREW 


(FITTED TOGETHER) J 
5740 SCREW 


GLMTELDD) 


ISIS. PUNCH HOLDER 
ea SPRING 


LA 


122-86 DOWEL 


75/2! SHEDDER 


122-80 SHEDOER GUIDE '] 


77986 WEARING STRIP 


N 


3 


122-84 DOWEL 


Ee GUIDE PLATE 
740 SCREW 


S7HO SCREW 


\@2500 FEED PUNCH- SMALL 


89504 PUNCH BLOCK (ASSEM) 5 UNIT- STRAIGHT FEED HOLE 


22-365 CODE PUMCH-LARGE) 


PAGE 12 
BULLETIN 1090 


78713 RRAME (a5 sEna)— WITH aesenes} 


AND SPRING PO: 


78720 RATCHET 


700-60 SCREW 
787422 CLAMP 


78740 SPRING) 
78747 PLUG 

78746 SCREW 
5475 NUT 


78743 DASHPOT CYLINDER 


78744 PISTON 
78745 CAD 
78748 SPRIKIG 


1160 SCREW 

2/9/ LOCK WASHER 
8330 WASHER 

1G/ SCREW. 

2/9/ LOCK WASHER 
8330 WASHER 

76/8 SPRING 

78727 LATCH BRACKET 
“U6! SCREW 

2/9/ LOCK WASHER 
78726 RELEASE LATCH 
1269 SCREW 

78723 ECCENTRIC 

2/9/ LOCK WASHER 


1162 SCREW 


i 


W682 SCREW 
5690 LOCK WASHER 


U63 SCREW 
3640 LOCK WASHER 
78758 CONTACT (ASSEM )—— 


74964 CONTAC SPRING} 


[a 74728 TERMINAL 


We 


| 


a 4/732 CLAMP PLATE 


70529 STIFFENER 
77040 CONTACT SPRING 


78736 BRACKET 
417393 INSULATOR 


105/ SCREW 

640 LOCK WASHER 
76790 BUSHING-EAKELITE 
WG! SCREW 
8330 WASHER 
2/91 LOCK WASHER 


104G SCREW 


{/_ / 3 


MIRRIRN 


Steg" es Li 
wr mem TNT -= 
NHS SANNA NO 

Qo eee SOE B 
rt r Se gga seein EET 


y// 


he / 


72635 SH/M 


M-194 MAGNET-500 OHMS PER COIL 


78729 ARMATURE 


€2702 SCREW 


78755 INSULATOR 
78728 BRACKET 


ae saa 

i Es 

= _ qa 
A 


ET ER OT 


33-2/3 SCREW 


78732 FEED PAWL BRACKET 


746/3 SCREW ‘| 
3640 LOCK WASHER 
103-27 WASHER | 


@ P4e7S ARE USED ONLY WHEN 
COUNTER UNIT 1§ MOUNTED OM 
THE LEFT HAND SIDE, 


83437 COUNTER MECHANISM (ASSEM,) 
(EXCLUDES PARTS MARKED (A)) 


78735 CONTACT LEVER 


1/61 SCREW 
2/9) LOCK WASHER 


8734 CONTACT CAM 
82720 SCREW 


78727 LATCH BRACKET 
1053986 TERMINAL GURRO 
G27/3 SCREW 

640 LOCK WASHER 
BS599 NUT 


78733 RELEASE LEVER 
7618 SPRING 
787@5 LATCH PAWL 
33-50 SCREW 

4/675 WASHER 

o-S6 NUT 
78741 SPRING 


A) HEE SCREW 
FEBO LOCK WASHER 
FO60$¢ 8 GPACER 

7E7RAA FELO Probe 


M62 SCREW 
7863S SMUT 


82702 SCREW 
(B3-50 SCREW 


3640 LOCK WASHER 
(34-56 NUT 


87528 COUNTER COVER (ASSEN) BLACK GLOSS 


87/75 COUNTER COVER 


8/766 RETAINING 2/NE| 
GIES PAD-FELT — 


VIEP CLASS 


FOR COUNTER MECHANISIM 
ASSEM)[SEE PAGEIE) 


8/770 BRACKET -LEF 7- 
8/772 BUSHING 

102 SCREW 

@3357 COUNTER BRACKET: 


BSAA! MIPVLE 


87177 COUNTER CASTING = 
BLACK GLOSS 


12945 SCREW 
2832 LOCK WASHER, 


89354 STLAP 
1268 SCREW 


C3442 CABLE CLAMP-LONE 
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8390/ DIAL PLATE 
83926 INDICATOR 


73E94 SET SCREW 


MOI SCREW 


8/771 BRACKET - RIGHT 
81772 BUSHING 
1012 SCREW 


MEF SCREW | 


CI9O SCREW 
2/9/ LOCK WASHER 


SIVES FAD- FELT 


HEI SCREW 
2/91 LOCK WASHER 


OSA SCREW 
7002 WASHER 
\2/9/ LOCK WASHER 


87IVE SHIELD-BLATK GLOSS 


7223 SCREW 


122-48 LAMP SOCKET 


83443 CAELE- COUNTER (WO i) 


W576 CABLE -PERFORATOR (WA17/) 


USED ONLY WHEN COUNTER UNIT IS MOUNTED ON THE RIGHT HAND SIDE 


99871 COUNTER BRACKET 


E8U) SCREW 
2/94 LOCK WASHER 
9042/ SPACER -REAR 


92204 CABLE 7 
18? SCREW 
2669 LOCK WASHER, 


68/0 SCREW 
2669 LOCK WASHER 
99878 CLAMP BUSHING 


9988! CABLE - COUNTER AND 
PERFORATOR (W.2 -1986) 


USED ONLY WHEN COUNTER UNIT IS MOUNTED ON THE LEFT HAND SIDE 


G82 LOCK WASHER 
\G4IEB WASHER 


122-50 LAMP - RED -/10K 


NOTE 


99872 LAMP BRACKET 


122-50 LANP-RED-110U 


122-28 LAMP SOCKET 


E344) MPHLE 


\SORRA SCREW 
2/9/ LOCK WASHER 


NOTE 
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Ses/2 HINGE BeAcKe?) 
83865 NUT 
2/9/ LOCK WASHER 
7002 WASHER 


33-50 SCREW 


34-56 MUT 
828/46 COVER DETENT KNOB) 


2/9/ LOCK WASHER 2 


82425 GLASS 
74759 STRIP- FELT 


1072 THUMB SCREW 


8/684 FASTENING STRIP 
W514 GLASS RAIL- LEFT 
WIE GLASS RAIL- RIGHT, 
8/682 GLASS RAIL- RIGHT 
93-227 SCREW 


80985 SCREW 
80986 LOCK WASHER 


62411 HINGE BRACKET 
83885 NUT 

2/9/ LOCK WASHER 
700@ WASHER 


824/39 COVER STOP ARM 


63885 NUT 
76099 WASHER) 


8342! PAD-LEFT SIDE | 
82406 RETAINING SPRING J 


82404 RETAINING SPRING 


82403 PAD-FRONT 
824/0 RETAIING SPRW) 


88877 LACING ~BLACK 


OBIS BRACKET = BLACK WINK 
7 BRACKET - BLACK GLOSS 


MOUNTING TAPE REEL CONTAINE 


74637 00OR SPRING 


COVER (FRONT VIEW) 


74898 NAME PLATE 
87636 SCREW 
34-// NUT 


88877 LACING ~ BLACK 


SLACK WRINKLE | 
8/688 GLASS RAIL - LEFT \ @ pce GLOSS 


82415 COVER DETENT SPRING 

83885 NUT 

2/91 LOCK WASHER 

7002 WASHER 

9229 PAPER GUIDE PLATE 
BLACK WRINKLE 

83574 PAPER GUIDE PLATE 
BLACK GLOSS 

8388S NUT 

76099 WASHER 


80875 COVER ARM 
1030 SCREW 


3438 WASHER 
98 NUT 


82402 PAD- REAR- UPPER 
82409 RETAINING SPRING 


74917 PAD RETAINER 


GO98S SCREW 
80986 LOCK WASHER 


34-56 NUT 


Wa22 COVERING STRIP 
BLACK WINKLE 

7AEZE COVERING STRIP 
- BLACK GLOSS 


(8388S NUT 
279/ LOCK WASHER 
7646! WASHER 


8990 PAD RETAINER 
82399 PAO- RIGHT SIDE 
82405 RETAINING SPRING 


8240! PAD-REAR~ LOWER 
82408 RETAINING SPRING 


74637 O0OR SPRING 


G8/0 SCREW 
2669 LOCK WASHER 
S4-11 NUT 


COVER (LEFT SIDE VIEW) 


82728 WAME PLATE 
87636 SCREW 
34-1 NUT 


82729 NAME PLATE 


87636 SCREW 
342-1) NUT 


(83377 NAME PLATE 


PAGE 15 
BULLETIN 1090 


WIE) COPYMOLDER - BLACK WRINKLE A948 SCREW ‘ 
70834 COLYWOLDER > BLACK GLOSS 3640 LOCK WASHER 


85/8 STOP PLATE 


¢( 8688 SULLER -W00D |» - - ---~- 


7364/ MESSAGE LINE GUIDE 


4291 SCREW 


87937 BRACKET (WITH ROD) 
7 


( [91752 COPYHOLDER — 6" (ASSEM.) — BLACK WRINKLE 
[74833 COPYHOLDER — 6" (ASSEM.) —- BLACK GLOSS 
99875 PERFORATOR AND) 
COUNTER COVER ) 20) LOCK WASHER 
S598 NOT 


9987S BACK SPACER 


834924 TAPE GUIDE 
ESA SCREW 

29G/ LOCK WASHER 
SVTSE PLATE 


83428 CLASS RAN 
[|/O/@76 STRIP - FELT 
34-66 WUT 

219 LOCK WASHER 
2082 WASHER 


E3427 CLASS 99882 CHANNEL - RUBBER 


99873 PERFORATOR AND COUNTER UNIT COVER (ASSEM)-BLACK WRINKLE 


USEO ONLY WHEN COUNTER UNIT IS MOUNTEO ON THE LEFT HAND SIDE NOTE 


83429 SACK SPACER 


83427 GLASS 


83428 GLASS RAIL 
101476 STRIP -FELT 
34-66 MOT 

3640 LOCK WASHER 
\2034 WASHER 


2191 LOCK WASHE: 
7OEP7E SPLING 


IE -€8 MOT 
24 


G3924 TAPE GUIDE 
8543 SCREW 
29) LOCK WASHER 


1030 SCREW 81734 PLATE 
\2/9/ LOCK WASHER 
3598 WOT L038 SCREW 
« 7002 WASHER 
Re SI4IC BEBCKET 2/9/ LOCK WASHER 


359E NWOT 


7 


U2 PECFORSTIOS COVEE -BLACK WRINKLE | 
86854 PERFORATOR COVER - BLACK GLOSS 


(02313 PERFORATOR UNIT COVER (ASSEM) - BLACK WRINKLE | 
l02482 PERFORATOR UNIT COVER (ASSEM) - BLACK GLOSS | 
USED ONLY WHEN COUNTER UNIT IS MOUNTED ON THE RIGHT HAND SIDE NOTE 


83434 CHANNEL -RUBBER 


PAGE 16 
BULLETIN 1090 


8686/ TAPE REEL COVER 
“BLACK GLOSS 


91216 TAPE REEL COVER 
-BLACK WRINKLE 


89089 TAPE RETAINER 


89088 FILLER - WOOD 


89086 TAPE REEL 


2/9/ LOCK WASHER 
330 WASHER 


W79 SCREW 
89087 CORE 


7002 WASHER 
2/9/ LOCK WASHER 
48 NUT 


1207 SCREW 


9/217 TAPE REEL COMTMIWER | 


“BLACK WRINKLE 
86856 TAPE REEL COMTAMER 
BLACK GLOSS 
35551 SCREW 
oe ae oe 77378 HOOK = RIGHT 
77399 RIVET 


C543 SCREW 
2/91 LOCK WASHER 


77377 HOOK -LEFT 

77399 RIVET 3598 NUT 
82279 CLIP 

8543 SCREW 

2/9/ LOCK WASHER 

3598 NUT 82281 GUIDE 


101435 TAPE REEL CONTAINER Seceul BLACK WRINKLE 
102485 TAPE REEL CONTAINER (ASSEM.) BLACK GLOSS 


(INCLUDES ALL PARTS ON THIS PAGE) 


REAR 


83390 TAPE TENSION SPRING 


Keytop 
Description 


At 


> 
! 


bok |-* O]-91@ 


PSN eee ee 


oO Sl ‘a 
= 


OA] wh] H] Ope} 


STENT Ed baad =) and aan) Dom) (x1 ke] Pe)? ) haw] (OPN bd be 0-4 oan a Ea] teed teed tend tend top atopy ico] bee] tro] Low) Led (a) (em) [oe] 
1) 


|+|o 


Line Feed 


Blank 


(Weather) (Communication) 
89h 
| 78947 
89415 l 
ee 7: < 
78950 | 78950 
Pt t—“‘aL 78953—O Cd 
es ees 
8954 l 78954 
89419 | 
ee ee, |: ee 
| 78956 
<5) 
| 78957 
78958 | 78958 
pS ee — ep a 
8960 | 78960 
78962 | 78962 
78963 | 78963 
78980 | 78980 
8964, | 78964, 
78965 I 78965 
8967 | 896) : 
| 78970 
89413 
8972 I 78972 
789 | 897 
78976 | 78976 


oO 
OO 
a 
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91743 
(Communication 


with "H" Sto 


891.6 
78947 
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M191 Magnet - 19 Ohms, 8,10 
M194 Magnet - 500 Ohms, 12 
33-15 Screw te 6x 1/8), 

33-50 eg Lo Bhoalasr}, 12, 


33-86 Screw (4-40 x 1/8), 5 
33-110 Screw (4-4oO x 3/163, 11 
33-198 Screw (6-40 x 1/4), 3 
33-213 Screw e 6 Pilot), 12 
33-22 Screw Shoulder), 14 
33-3 Screw (10-32 x 3/4), 9,11 
33-770 Screw (4-40 x 3/16), & 

3 Nut (10-32 Hex.), 6,16 
34-11 Nut (2-56 Hex.), 14 
SYS Nut (6-32 Hex.), 1,15,16 
34-56 Nut (4-4o Hex.), 5,6,12,14 
34-66 Nut (4-36 Hex.), 15 

35-89 Spring, 5 
35-116 Spring, 9,11 : 

103-27 Washer, 6,4,9,10,11,12 
122-48 Lamp Socket, 13 

122-50 Lamp - Red — 110 V., 13 
122-80 Shedder Guide, 9,11 
122-84 Dowel, 9,11 

122-86 Dowel, 9,11 

122-365 Code Punch - Large, 9,11 
122-577 Feed Roll, 9,11 

122-697 Eccentric, 8,10 

700-60 Screw (0-80 x 1/8), 12 
1012 Screw (6-40 Shoulder), 13 


1026 Screw (6-40 x 3/8), 5,9,11 

1028 Screw pate x 1/4), 8,10,1 

1030 pores 6-40 Shoulder), 14, 

1038 Soren (6-40 x 9/32), 1,2, 

15 

1046 Screw (6-40 Shoulder), 12 

1051 Screw (4-40 x 1/2), 12 

1072 Screw (6-40 Thumb), 14 

1159 Screw (4-40 x 3/8), %,9,10 

1160 Screw (6-40 x 5/16}, 8,10, 
12 

1161 Screw (6-40 x 1/4), &,9,10, 
11,12 

1162 Screw (4-40 x 1/4), 7,8,9, 
10,12 

1163 Screw (4-40 x 3/16), 1,6, 
12,13 

1164 Screw (2 6 x 3/28), 9,11 

1168 — yo x 5/16), 8,10, 

1169 pret ria x 7/16), 1,8,9, 

1174 soréw tlicho Shoulder), 8,10 


1176 Screw (6-40 x 3/16), 7 


1179 Screw (6-40 x 5/8), 9,16 

1187 Screw (10-32 x 1/4},°i,2,9, 
10,11,13 

1196 Screw (6-40 Shoulder), 8,10 

1206 Screw {4-4O x 9/16), g 

1207 Borer 4-36 x 5/16 Flat Head), 
1 

1215 Screw (6-40 Shoulder), & 

1223 Screw (10-32 x 1/2), 13 

1245 Screw (10-32 x 1 3 


1248 Screw (6-40 x 1/2 


2 
1268 Screw ,138-Ho x 5/18), 2,13 


4 
» 89,10, 


1269 Screw (6-40 x 1/2 

11,12 eee 
1291 . Screw { 32 x }. 
1294 Screw ae x i/2), 15 
129 Screw (6-40. x 2~7/16), 4 
203 Washer, 5,8,10,15 
2191 Lock Washer, 1 to 16 
2199 Nut (7/16-32 Hex.), 5 
2322 Lock Washer, &,10 
2382 Lock Washer, &,10,13 
2407 Lock Washer, 5 
2410 Tape Guide Spring, 9,11 
2422 Look Washer, 9,11 
2438 Washer - Brass, 8,10 
2502 Mounting Strip, 5 
2503 Cover Plate, 5 


NUMERICAL INDEX 


Insulator, 5 

Collar, 5 

Bushing - Bakelite, 5 

Key Lever Spring, 2 
Spring, 5 

Look Washer, 1,2,6,8,9,10, 
11,13,14,16 

Look Washer, 13 

Nut (3/16-24 Square), 2 

Washer, 4,6,8,10,13,14 

Nut (ui 32 Hex.}, 8,10 
Nut Hex.), 1,2,5,8, 
9,10,11,14,15,16 

Nut (4-46 Hex.}, 5,8,9,10, 
11,12 

Nut {o/ 2-40 Hex.), 8,10 
Nut (6-40 Hex.), 1 

Lock Washer, 1,5 to 12,15 
Lock Washer, 4 

Washer - Brass, 11 

O11 Wick - Felt, 5 
S6iffener, 5 

Nut (3/16-40 Hea}, 12 
Screw rae x 1/4), 9,11 
Screw (6-40 x 3/16}, 13 
Screw (6-40 x 5/16), 1,2, 


eetear 6-40 eee 5 
Screw (6-40 Shoulder), 5 
Screw (6-40 x 3/16 Set), 


Setew (10-32 8), 13,14 
Soren raat By 58°10, 


3 
Screw Fane Pilot), 4,5 
Screw 


»9 
Bester, 1 to 6, 8 to 1l, 13 


Spacer, 16 

Contact Lever, 5 
Post, 1 

Bearing, 5 

Bushing, 5 

Lock Loop, 5 

Contact Mounting (Assem.), 5 
Bracket - Front, 5 
Oiler, 5 

Bracket - Rear, 5 
Post, 5 

Brace, 5 

Driving Clutch, 5 
Driven Clutch, 5 
Clutch Lever, 5 
Spring, 12 

Spring, &,9,10 

Cam Sleeve, 5 
Washer, 1,8,10,12,16 
Stop Plate, 15 

Screw (6-40 x 1/2), 2,3,5,6, 


759,21 
Screw (6-40 x 1/4), 3,8,9,10, 
11,13,15,16 
Filler - Wood, 15 
Shim, 5 
Pad Retainer, 14 
Contact Stop, 5 
Contact Spring, 5 
Shaft, 5 
Key Lever - Center, 1 
Key Lever = Upper, 1 
Screw (10-32 x 3/8), 16 
Washer, 1 
Washer, 5,6,7 
Washer, 12 
Contact Spring, 6 
Clamp Plate, £.9,11,12 
Insulator, 6,9,11,12 
Spring, & 
Spacer, 12 


55005-c Washer, & 


4-40 x 9/32 Eccentric), 


Washer, 2 
Upstop - Leather, 2 
Bearing, 1 


Stiffener, 12 

Copyholder - Black 
Gloss, 15 

Bushing, 5 

Shim, 1 

Spring, 15 

Shaft, 1 

Shim, 12 

were Tension Lever, 9, 


Stud, 9,11 
Message Line Guide, 1 
Perey, (6-40 x 1/8 Set), 


3 
Nut (6-40 Thumb), & 
Shaft, 5 
Screw (10-32 x 3/4), &, 
9,10,11 
Screw gp x 7/32), 7 
Screw (1/4-32 Thumb}, 1 
Bracket, 1 
Terminal Block, 1 
Cable - Keyboard,1 
ia Block (Assem.), 


Retaining Ring, 1 
Gear - ohn, 5 

Screw (4-40 x 1/4), 5, 
8,10,12 

Door Spring, 14 
Resistor - 1600 Ohms 
(800-00 ) 

Spring Post, &,10 
Spring, & 

Bushing, 6 

Terminal, 12 

Trip-off Pawl, 1 

Strip - Felt, 14 

Key Lever - Lower, 1 

Screw (6-40 x 31/64), 
10,11 

a (10-32 x 3/4), 


Bushing, 5 

Covering Strip - Black 
Gloss, 1 

Copyholder - 6" (Assem.) 
Black Gloss, 15 

Shim, 1,5 

Shim, 1 

Name Plate, 14 

Pad Retainer, 14 

Screw (4-40 x 5/8), 6 

Contact Spring, 12 

Bushing - Bakelite, 9, 


11 
Screw (6-40 x 13/32), 


a) 
Screw (6-32 Shoulder), 16 
Shedder, 9,11 
Test Key, 1 
Spring, 5 
Washer, 5 
Washer - Bakelite, 4 
Washer, &,10,14 
terhinet Block (Assem.), 


Contact Spring, 6 
Washer, 1 

Bushing - Bakelite, 12 
Contact Spring, 12 
Resistor = 350 Ohms, 6 
Hook - Left, 16 

Hook - Right, 16 
Rivet, 16 

Bolt, 2 

Post, 1 

Guide Plate, 9,11 
Wearing Strip, 9,11 
Condenser - 1 M.F., 2 


Screw (6-40 Shoulder), 1 81593 
"y" Lever Guide, 3 81596 
Shaft, 3 
Retainer, 3 81597 
Selector Bar Guide, 3 81598 
Washer - Spring, 5 81599 
Frame, 12 61601 
Ratchet, 12 $1603 
Eccentric, 12 81605 
Feed Pawl, 12 81609 
Latch Pawl, 12 81638 
Release Latch, 12 81657 
Latch Bracket, 12 $1682 
Bracket, 12 
Armature, 12 81683 
Feed Pawl Bracket, 12 
Release Lever, 12 $1624 
Contact Cam, 12 €1721 
Contact Lever, 12 81726 
Bracket, 12 81734 
Spring, 12 81749 
Spring, 12 a1798 
Clamp, 12 8176 
Dashpot Cylinder, 12 $1765 
Piston, 12 $1766 
Cap, 12 81769 
Screw (3/16-40 x 3/8 Special), 81770 
12 81771 
Plug, 12 81772 
Spring, 12 1773 
Insulator, 12 $1793 
Contact (Assem.), 12 
Set of Spring Cushion Key- $136 
tops, 17 82279 
82281 
Spring Cushion Keytops 2392 
- 82399 
B? 62401 
Cc: 82402 
D $ S240 
E 3 S240 
Ft 82405 
G& &2406 
HE 2406 
Ié 82409 
J! $2410 
K { 62411 
L $24.12 
M. S241 
N S241 
0 § 82415 
PO S2h25 
Ql S240 
R4 Suny 
T5 2547 
U7 82607 
Vv; 
¥ ei 2702 
8271 
ae 713 
z* )> 17 $2720 
Blank}, 17 82725 
Figs. i 17 82726 
Ltrs.), 1 $2727 
Car. Ret.), 17 62728 
Line Feed), 17 82729 
8 Bell), 17 82866 
eben hot 
Screw x 15/32), 82930 
Screw ean x LAS 5,13 #3500 
Spring, 5 
Cover Arm, 14 83302 
Screw (4-4o x 1/4), 14 83303 
Lock Washer, 14 83305 
Shim, 2 83307 
Magnet Core, 8,10 83308 
Punch Holder, §,11 83309 
Selector Finger, 8,10 83310 
Adjusting Screw - Right, 83311 
8,10 83312 
Adjusting Screw —- Left, 83314 
8,10 83315 
Bumper = Leather, 8,10 83316 
Feed Pawl, 10 83317 
Screw (6-40 x 3/8 Special), 83318 
&,9,10,11 83319 


Armature Shaft, 9,11 
Screw (10-32 x 1-3/8), 
8,10 

Bracket, 9,11 

Bushing, 9,11 
Eccentric, 10 

Silencer - Felt, 8,10 
Tape Knife, 8,10 

Chad Chute Cover, 11 
Terminal Shield, 8,10 


Glass Rail - Right - 
Black Gloss, ih 

Glass Rail - Left - 
Black Gloss, 14 

Fastening Strip, 14 

Contact Spring, 6 

Terminal, 6,9,11 

Plate, 15 

Cable Clamp, 1 

Resistor - 200 Ohms, 2 

Glass, 13 

Pad = Felt, 13 
Retaining Ring, 13 

Pad - Felt, 13 

Bracket - Left, 13 
Bracket - Right, 13 
Bushi 13 

Sorew (4-40 x 29/32), 6 
Guide and Die Plates 
(Fitted Together), 9,11 

Washer =- Bakelite, 6 
Clip, 16 

Guide, 16 

Shim, 9,11 

Pad = Right Side, 14 

Pad = Rear — Lower, 14 

Pad - Rear - Upper, 14+ 

Pad = Front, 1 
Retaining Spring, 14 

Retaining Spring, 14 
Retaining Spring, 14 

Retaining Spring, 14 

Retaining Spring, 14 
Retaining Spring, 14 
Hinge Bracket, ih 

Hinge Bracket, 14 

Cover Stop Arm, 14 

Cover Detent Knob, 14 

Cover Detent Spring, 14 
Glass, 1 

Screw (6-40 x 7/16), 1 
Bushing - Bakelite, 6 
Insulator, 6 

Spring Cushion Keytop 
tH Stop), 17 

Screw (e-fo x 9/32), 12 


Screw 


83320 
83321 


83365 
83370 
83372 


8357 
83854 
838 


83921 


WHO x 9/32 Special) 83922 


12 } 8392 
Screw (6-40 x 1/4 Set), 12 £5926 
Spring, 10 3926 
Spring, 10 shoe 
Spring, 8,10 S408 
Name Plate, 14 ange 
Name Plate, 14 mat 
pure 4500 Ohms (800- aioe 
3700) — 5 
Contact Spring, 6 84675 
Keyboard Base - Black aieese ez 

1,2 g 
Key Lever Guide, 1 aus 
Spring Plate, 2 S4e9e 
Selector Bar Bracket, 3 Phas 
Connecting Link - "A", 3 8490: 
Connecting Link - "BY, 3 64911 
Connecting Link - "Cc", 3 6492 
Connecting Link -_"D", 3 8492 
Connecting Link - "E", 3 #84990 
Connecting Link = "G", 3 85376 
Selector Bar “A-1", 3 85354. 
Selector Bar "A-2", 3 e7218 
Selector Bar "Bel", 3 86531 
Selector Bar "B-2", 3 86634 
Selector Bar "C-1", 3 6774 
Selector Bar "0-2", 3 6854 
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Selector Bar "D-1", 
Selector Bar "D-2", 
Selector Bar “E-1", 
Selector Bar "E~o", 
Selector Bar "Ge", 
Bracket =- Left, 4 
Bracket - Right, 4 
Key Lever - Offset, 
Key Lever - Offset, 
Shaft, 2 

Slide Plate, 4 
Spacing Rod, 5 
Bracket, 1 
Operating Lever, 5 
Extension, 5 

Detent Bracket, 5 
Plate, 6 

Condenser Cover, 2 
Spacing Rod Bracket, 5 
Washer - Fibre, 2 
Bracket, 2 

Counter Bracket, 13 

Link Extension, 8,10 
Bearing Bracket, 8,10 
Selector Lever da, 8,10 
neuer Lever #2 and #5, 


WWII 


> 
Selector Lever #3 and #4, 
8,10 


Extension, 9,10,11 

Tape Stripper Plate, 11 
Locking Lever, 1 
Bearing Rod, 8,10 

Name Plate, 14 

Cover, 6 

Back Space Pawl, §,10 
Back Space Cam, 10 

Tape Tension Spring, 16 

Pad - Left Side, 1h 
Tape Guide, 15 

Glass, 15 

Glass Rail, 15 

Back Spacer, 15 

Channel - Rubber, 15 

Bracket, 15 

Counter Mechanism (Assem.), 
le 


Nipple, 13 

Cable Clamp - long, 13 
Cable = Counter, 13 
Paper Guide Plate - Black 
Gloss, 14 

Insulating Cloth, 2 

Nut (6-32 Hex.), 14 
Cable - Resistor, 2 

Dial Plate, 13 

Shim, 3 

Perforaetor Bracket, 10,11 
Roller, 11 

Bracket, 11 

Roller Fork, 11 
Indicator, 13 

Spring, 9,11 

Screw té-ho x 13/32), 9 
Shim, 8,10 

Bracket, 6 

Screw (iho x 1-9/32), 6 
Bushing = Bakelite, 6 
Contact Spring, 6 
Contact Spring, 9,11 
Spring, 8,10 

Contact Spring, 9,11 
Stiffener, 

Gontact Spring, 6 

Contact -(Assem.), 6 

Contact Bracket, 5,6 
Spring - Rear, 3 

Spring = Front, 6 

Screw (.138-40 x 1/4), 1 

Key Lever Spring, 1,2 

Bushing, §,10 

Spacer, 8,10 5 
Screw te-bo Shoulder), 15 
Stiffener 

Screw (6-40 Shoulder), & 

Perforator Cover - Black 
Gloss, 15 
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86856 
86861 


Tape Reel Container - 
Black Gloss, 16 ; 
Tape Reel Cover — Black 

Gloss, 16 

Chad Chute, 9,11 

Bracket - Black Gloss, 14 

Lock Plate, 8,10 

Star Wheel, 8,10 

Retaining Plate ~ Black 
Gloss, 1 

Counter Cover, 13 

Shield - Black Gloss, 13 

Counter Casting - Black 
Gloss, 13 

Counter Cover (Assem.) - 
Black Gloss, 13 

Screw (2-56 x 3/16), 14 
Bracket, 15 

Bracket (with Rod) , 15 

Lacing - Black, 1 

Post, 1 

Cutout Lever, 5 
Bushing, 5 

Spring, l 

Extension, 5 

Stud - Eccentric, 5 
Tape Reel, 1 

Core, 16 ; 
Filler = Wood, 16 

Tape Retainer, 16 

Key Lever Spring, 1,2 
Strap, 2,13 

Set of Spring Cushion 
Keytops, 17 


Spring Cushion Keytops 


SQNORUTQAOPYS 


‘2 td 
SSSO0+/4 tre /¥ U\>1 


> 
? 
> 
? 
eT 
? 
? 
> 
’ 
> 
> 
> 
> 


' 


Spacer Bar Loop, 1 

Spacer Key Lever, 1 

Spacer Bar, 1 

Shaft, 1 

Armature Lever, 10,11 
Selector Finger Guide, 9,11 

Feed Punch - Small, 9,11 

Punch Block (Assem.) 5 Unit - 
Straight Feed Hole, 9,11 

Oil Cup, 5 

Nut (10-32 Hex.), 5 

Screw (4=40 Eccentric), 5 

Eccentric, 8,10 


Contact (Assem.), 6 

Spring, 5 

Spacer — Rear, 13 

Button - Felt, 5 . 
Lock Washer, 8. 

Repeat Space Extension, 1 
Spring, 1,5 

Detent (Assem.), 8,10 

Perforator Cover — Black 
Wrinkle, 15 

Bracket - Black Wrinkle, 14 
Tape Reel, Cover = Black 
Wrinkle, 16 

Tape Reel Container - Black 
Wrinkle, 16 

Covering Strip - Black 
Wrinkle, 14 

Paper Guide Plate - Black 
Wrinkle, 14 

Glass Rail - Left - Black 
Wrinkle, 14 

Glass Rail - Right - Black 
Wrinkle, 14 

Counter Control Unit, 4 
Bracket, 8,10 

Spring Adjusting Lever, 8,10 
Extension, 8, 

Screw (10-32 Shoulder), &,10 
Bracket, 9,11 

Bushing, 8,10 

Contact Operating Lever, 8,9, 
10 


Universal Bar, 4 

Contact Bracket, 9,11 
Contact Lever, 8,10 

Selector Lever Guide, 8,10 
Feed Punch Selector Lever, §, 


9,10 

Screw (10-32 x 2-1/2), 6 
Armature, 10,11 

Shim, 2,4 
Contact Spring, 6 

Contact (Assem.), 6 

Contact Spring, é 

Bracket 

Cover, 3 

Cable -- Perforator, 13 

Spring, &,10 

Filter Bracket, 7,9 

Filter Bracket, 7 

Insulator, 1 

Set of Spring Cushion Key- 
tops, 17 

Copyholder — Black Wrinkle, 15 

Copyholder — 6" (Assem.) - 
Black Wrinkle, 15 


Filter Bracket, 5,7 
Cable, 13 

Filter (Assem.), 7 
Filter 


Filter Unit (Assem.), 7 


Unit fiscen:); 7 
Filter Unit (Assem.), 7 


102482 


102485 


103386 
103453 


Shielding Tube, 7 

Roller, 5 
Spacing Rod Bracket, 5 

Extension, 5 
Spacing Rod, 5 

Cable Clamp, 1,2,9,10,11 

Cable Clamp, 2 
Detent Lever, 8,10 
Roller, 8,10 
Journal, 8,10 

Terminal, 1 
Adjusting Bracket, 9 
Bracket, & 

Feeq@ Pawl Lever, & 

Feed Pawl, & 

Armature Lever, 9 

Eccentric, & 

Guide, 9 
Spring Post, & 

Spring Post, & 

Armature, &,9 

Bumper = Leather, & 
Back Space Lever, & 
Bracket, 9 
Counter Bracket, 13 

Lamp Bracket, 13 

Perforator and counter 
Unit Cover (Assem.) - 
Black Wrinkle, 15 

Perforator and counter 
Cover, 15 

Back Spacer, 15 

Clamp Bushing, 13 

Cable = Counter and 
Perforator, 13 

Channel - Rubber, 15 

Tape Stripper Plate, & 

Retaining Bracket, 9 

Link Extension =< 
Upper, & 

Link Extension - 
Lower, & 

Tape Reel Container 
(Assem.) - Black 
Wrinkle, 16 

Screw (6-32 x 9/32), 1 

Strip - Felt, 15 

Perforator Unit Cover 
(Assem.) - Black 
Wrinkle, 15 

Perforator Unit Cover 
(Assem.) - Black 
Gloss, 15 

Tape Reel Container 
(Assem.) ~- Black 
Gloss, 1 

Terminal Guard, 12 

Counter Mechanism 
(Assem.), 12 


